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THIS IS UMEVALUATED INFORMATION FOR THE RESEARCH 
USE OF TRAINED iMTELLlGENCE ANALYSTS 


It. flio oal;^ electric ^enarating station in Smsinnia using lignite is ovmod 
i»y the Concordia Potrolara CoiiQ)&i59r at Schitu Cblesti, In ^^«ci5oxi-HUM 
fhB output io 7r000-"8t>000 kllowetto. 

2c Ilierc is &X&o a pxo^iaet under to erect a new power station at Capu 
(Csptura area) iising lignite fro» the Ceptura ocal field- The 
power station vill consuae 2*000 tono of lignite a dcj. 

Coal prodv-ction figurea for December 1947 are given aa follower 


Lignite 

Tel Da Jiulul sad hones. 

'Bvvm. coal^ 0o«i&iesti (cofi) 

t3?pe Eselta and &lohul 
(l?his ocai is ^od for coke production at 
Bssita high~pcm0r furnaces*) 

.Irithracit®, trp^ ^Prahova'^ (B&nat) mid ^Schela” (^rj) 
(This fuel is used exclusively as fuel in coke evens 0 
Htvile, anthracitic 


S4»766 tot,s 
160 » €26 “ 
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